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DIMENSIONS OF SEMICONDUCTOR DEVICES 
DEVICE OUTLINE OD 37 



1. Dimensions — This drawing has been prepared in accordance with IS : 5001 ( Part I )-1969 'Guide 
for preparation of drawings of semiconductor devices and integrated circuits: Part I Semiconductor 
devices \ 
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-(See Note 2)- 



Reference 


Dimensions in mm 


Notes 
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Note 1 —The terminal diameter is not controlled in this zone to allow for flash, lead finish, build- 
up and minor irregularities other than slugs. 

Note 2 — The minimum axial length, within which the device may be placed with the terminals bent 
at right angles, is 10 mm. 

Note 3 — The minimum value for D applies over a minimum length of 3 mm of the case. 
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I. Equivalent Designations 



Country or Organisation 


Code 


IEC 


A24 


United Kingdom 


SO-84 


Japan 


SC-40 


USA 


DO-35 


Germany 


54A2 


Netherlands 


ND27 
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